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UNCLASSIFIED 

PAGE 01 ZAGREB 00735 042235Z 
ACTION COME-OO 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO EB-08 CCO-OO PASO-OO /021 W 

104556 052108Z/64 

R 041425Z AUG 78 
FM AMCONSUL ZAGREB 
TO SECSTATE WASHDC 5407 


UNCLAS ZAGREB 735 


E.O. 11652: N/A 

TAGS: BEXP, YO 

SUBJECT: ZAGREB FALL FAIR 


PASS MR. CARL J. OSSENFORD 
GENERAL ELECTRIC CO. 

INTERNATIONAL EXHIBITS 
BUILDING 23, ROOM 264 
SCHENECTADY, N.Y. 12345 
PHONE (518) 385-2211 

1 . WE ARE COMPILING OUR BROCHURE FOR ZAGREB FAIR AND NEED TEXT 
FOR GE. PLEASE TELEX BRIEF DESCRIPTION OF PRODUCTS AND 
SERVICES YOU WILL DISPLAY. 


2. DO YOU WISH TO HAVE ANY EUROPEAN REPRESENTATIVE LISTED BELOW 
CORPORATE HEADQUARTERS ENTRY? IF SO, PLEASE TELEX COMPLETE 
NAME, ADDRESS AND PHONE AND TELEX NUMBERS. 

3. FYI: LOCAL IMPORT/EXPORT FIRM "VFLF.BTT" EXHIBITING PRODUCTS 
OF SEVERAL AMERICAN FIRMS, INCLUDING ONE UNIT FROM GE MEDICAL 
SYSTEMS DIVISION. 


4. REGARDS. 

WILLIAM P. POPE 
AMERICAN VICE CONSUL 
AMERICAN CONSULATE GENERAL 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 ZAGREB 00735 042235Z 


ZAGREB, YUGOSLAVIA. 
TX: 21180 YU AMCON 
GROBEL 


NOTE BY OC/T: PASSED TO ABOVE ADDRESSEE. 
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